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SEQUENCE 



CUSTOMER PRINT SET INDEX 



RK8-F DISK & CONTROL 
FIELD INSTALL & ACCEPT 
RK8-F DISK & CONTROL 
ACCESSORY SHIPPING LIST 
MAJOR STATES & TIMING FLOW 
FLOW DIAGRAM RK8-F 
DATA BUFFER & STATUS 
MAJOR REGISTERS 
CONTROL RK8-F 
CONTROL CABLE ASSY 
RK8-F CONTROL CABLE MODULE 
H851 EDGE CONNECTOR 
DEC PACK ASSY 
ASSY/DRILLING HOLE LAYOUT 
ASSY/DRILLING HOLE LAYOUT 



"ir 



SEQUENCE 



B-DD-RK8-F 
PROC. A-SP-RK8-F-6 
D-UA-RK8-F-0 

A-AL-RK8-F-3 - - - - 

D-TD-RK8-F-2 
D-FD-RK8-F-1 
D-CS-M71j2f4-YA-l 
D-CS-M71jZf5-YB-l 
D-CS-M7106-0-1 
D-AD-7009026-0-0 
D-CS-M993-0-1 
B-CS-H851-ef-l 

B-DD-RK05-0 (SHEET 1 ONLY) 
D-AH-M7104-YA-5 
D-AH-M7105-YB-5 



THIS IS PRINT SET I I I I T 



UNIT VARIATIONS 


PRINT SET 










VAR 


■ 

TITLE 


RK8-F 


RK8-FA 


RKi?5-AA & CONTROL 115V 60 HZ 


X 








RK8-FB 


RK05-BB & CONTROL 230V 60 HZ 


X 








RK8-FC 


RK05-BC & CONTROL 115V 50 HZ 


X 








RK8-FD 


RK05-BD & CONTROL 230V 50 HZ 


X 








RK8-F 


RK8-E CONTROL 


X 
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ce 



USED ON OPTION/MODEL 



DW8E 



SHEET 1 



OF 



DRN, 

D.SULLIVAN 



CHKl). 

K.GLEEZEN 




DATE 

4/13/3 



DATE 

5/29/3 



PAT 



ATE 

AtT" 



TITLE 



RK8-F DISK & CONTROL 



SIZE 
B 



CODE 
OD 



DIST 



NUMBER 

RK8-F 



REV 

A 



DRB 106 



ECO ^ A' a 



DEC PACK ASSY 
B-DD-RK05-flf 



RK8-F DISK & 
CONTROL 

D-UA-RK8-F-0 



I 



DATA BUFFER & 

STATUS 
D-CS-M7104-YA-1 



MAJOR REGISTERS 
D-CS-M71j?5-YB-l 



CONTROL RK8-E 
D-CS-M7106-0-1 



CONTROL CABLE 

ASSY 
D-AD-7009026-0-0 



RK8-F CONTROL 
CABLE MODULE 

D-CS-M993-0-1 



H851 EDGE 
CONNECTOR 

B-UA-H85 1-0-0 



(?>1 



ETCH BCARD 

(H851) 
D-IA-5008903-0-0 



J 



TITLE 



RK8-F DISK & CONTROL 



SHEET 2 OF ^ 



SIZECX3DE 



B 



DD 



NUMBER 

RK8-F 



REV 

A 



PRE 107 

'iltC 1S-(32S)-1P«2-S-N871 



ECO U^ (1l /<^P -OaO0} c;hoo^ ^/ nf V 



CUSTOMER 
PRINT SET 






MECHANICA] 


L / ELE 


CTRICAL 




CUSTOMER 
PRINT fiFT 




MECHANICAL / ELECTRICAL 


u 

1 

cc 
a 


) 






MFG. SET 


FIND NO. 


DRAWING NO. 


REV 


NO 
OF 
SHT 


DESCRIPTION 


UrTION 
NO. /FILE 


Ll 

1 

CO 

nr 








MFG SET 


FIND MO. 


■DRAWING NO. 


REV 


NO 
OF 
SHT 


DESCRIPTION 


KJr} Hjn 


X 










1 


D-UA-RK8-F-0 




1 


RK8-F DISK & CONTROL 




X 








■■ 4 


6 


D-AD-7009026-0-0 


# 


2 


CONTROL CABLE ASSY 




X 












D-FD-RK8-F-1 






FLOW DIAGRAM RK8-F 


























X 












D-TD-RK8-F-2 


1 

- , 


MAJOR STATES & TIMING FLOW 


























X 












A-AL-RK8-F-3 




1 


ACCESSORY SHIPPING T.TCJT 






































A-SP-RK8-F-4 




3 


MODULE TEST & ACCEPTANCE FOR 


RK8-F 


X 










7 


D-CS-M993-0-1 


# 


2 


RK8-E CONTROL CABLE MODUT.Fl 
















A-SP-RK8-F-5 




39 


RK8 DISK CONTROL 
















K-CO-M993-l2f-4 




1 


X-Y COORDINATE HOLE LOCATION 




X 












A-SP-RK8-F-6 




5 


FIELD INSTALLS ACCEPT. PROC. 
















D-AH-M993-0-5 




1 


ASSY/DRILIING HOLE LAYOUT 
















A-SP-RK8-F-7 




5 


IN-HOUSE ACEPT. PROC. 
















B-jyiH-M993-0-6 




1 


MODULE ECO HISTORY 


























































2 


B-DD-RK05-0 


# 


5 


DEC PACK ASSY 


















































































































X 










3 


D-CS-M7104-YA-1 


II 

# 


'> 


DATA BUFFER & STATUS 










— 




























K-CO-M7104-YA-4 




1 


X-Y COORDINATE HOLE LOCATION 














8 


B-UA-H851-0-0 




1 


H851 EDGE CONNECTOR 





X 












D-AH-M7104-YA-5 


# 


1 


ASSY/DRILLING HOLE LAYOUT 


_ 














A-PL-H851-0-0 




1 


H851 EDGE CONNECTOR 
















B -MH -M7 1 04 - YA-6 




1 


MODULE ECO HISTORY 










— 






B-CS-H851-0-1 


# 


1 EDGE CONNECTOR H851 






































^ C-AH-H851-0-5 




1 


ASSY/DRILLING HOLE LAYOUT 






































B-MH-H851-0-6 


1 


MODULE ECO HISTORY 


, 
















































X 




— 






4 


D-CS-M7105-YB-1 


# 


5 !_ MAJOR REGISTERS 




— 


— 


— 






























K-CO-M7105-YB-4 




1 ' X-Y COORDINATE HOLE LOCATION 




— 








X 












D-AH-M7105-YB-5 


# 


1 1 ASSY DRILLING HOLE LAYOUT 




































B-MH-M7105-YB-6 




1 I 


MODUIE ECO HISTORY 


-■ 




- ■ 
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9 


D-IA-5008903-0-0 




ETCH BOARD (H851) 



























— 1 


— 






^ 


JLTAH-5008_903rO-5_ \ 


1 


ASSY/DRILLING HOLE LOCATION 
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— ' 


1 




- 4 












X 










5 


D-CS-M71^6-0-l 


# 


6 


CONTROL RK8-E 






I] 
— 
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K-CO-M7106-0-4 




1 


X-Y COORDINATE HOLE LOCATION 




























D-AH-M7106-0-5 


- 


1 


ASSY/DRILLING HOLE LAYOUT 


































B-MH-M7106-0-6 




1 


MODULE ECO HISTORY 
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CUSTOMER 
PRINT SET 
CX}DES 


X = PRINT OF DOCUMENT WaUDED IN PRINT SET 
C = INCLUDES ALL PRINTS INDICATED ON DOCUMENT 
S = CONFIDENTIAL AUTHORIZED SIGNATURE REQU«ED 


TITL 


E 

RK8 


-F 


DISK & CONTROL 




IHEI 


ET 3 


OF 3 


SIZE 
B 


CODE 
DD 


NUMBER 

RK8-F 


REV 

A 



DRB ,108 



DEC 16-|32S)-I062-2B-R972 



